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Revitalzad Oot Led Suche La wNcAty MEGUN HRANIUEAAN tna Services- 
Revitalizatio | గో e Read s nd Services- 
Programme Monitoring Unit (PMU) - EXtension of Programme Monitoring Unit for 
further period of Two years with effect from 28.12.2022- Orders - Issued. 


GENERAL ADMINISTRATION (CABINET-II) DEPARTMENT 


G.O.Rt.No.2401 Dated:10,.11.2022. 
Read the following: 


1. G.O.Ms.No.148, G.A.(Cabinet-II) Dept., Dt: 01.12.2019. 

2. G.O.Rt.No.2914, G.A.(Cabinet-II) Dept., Dt: 27.12.2019. 

3. G.O.Rt.No.1558, G.A.(Cabinet-II) Dept., Dt: 12.10.2020. 

4. G.O.Rt.No,.2197, G.A.(Cabinet-II) Dept., Dt: 24.12.2021. 

5. G.O.Rt.No.673, G.A.(Cabinet-II) Dept., Dt: 19.04.2022. 

6. Letter received from Sri F.C.S. Peter, Head of PMU, Nadu- 
Nedu, dt:15.10.2022. 


ORDER:- 


In the G.Os 1 & 2™read above, orders were issued establishing Programme 
Monitoring Unit (PMU) for implementation of ‘Nadu-Nedu programme’ and Mr. F.C.S 
Peter, Engineer in-chief (R&B) (Retd.} and Former Director General, National 
Academy of Construction, Hyderabad was appointed as the Head of Programme 
Monitoring Unit and personnel for Programme Monitoring Unit (PMU) have been 
appointed for Two (2) years with certain terms and conditions as stipulated therein. 


2. In the G.O. 3% read above, orders were issued extending the term of 
Programme Monitoring Unit (PMU), Nadu-Nedu for further period of One (1) year 
from 28.12.2021 to 27.12.2022 with revised Terms of Reference. 


(P.T.O) 


pass 
3. In the reference 6" read above, Sri F.C.S. Peter, Head of Programme 
Monitoring Unit (PMU), Nadu-Nedu has requested to extend the services of 
Programme Monitoring Unit (PMU) with same team for another term of Two (2) 
years with same terms & conditions as laid down in references 2™ and 4" read 
above. He has further stated that he is unable to continue his service as Head of 
Programme Monitoring Unit in view of his age and health issues. 


4. Government, after careful examination of the matter, hereby extends the 
term of the Programme Monitoring Unit (PMU), Nadu-Nedu for further period of Two 
(2) years with effect from 28.12.2022 with same team of Officers as permitted by 
the Government from time to time vide G.Os referred above and with same terms & 
conditions as laid down in references 2™ and 4™ read above to monitor the Phase- 
II Programme of Nadu- Nedu works in School Education Department as well as 
Health, Medical and Family Welfare Department and new medical colleges with 
instructions to report to respective secretaries. 


5. It is further ordered that, Dr.R.Manohara Reddy, Director (Technical), 
Programme Monitoring Unit (PMU), shall be the Head of Programme Monitoring Unit 
(PMU), Nadu-Nedu instead of Sri F.C.S.Peter. 


6. The School Education Department, Health, Medical & Family Welfare 
Department, Sarva Shiksha Abhiyan, A.P. Medical Services & Infrastructure 
Development Corporation (APMSIDC) and Transport Roads & Buildings Departments 
shall take further necessary action in the matter. 


(BY ORDER AND IN THE NAME OF THE GOVERNOR OF ANDHRA PRADESH) 


Dr. SAMEER SHARMA 
CHIEF SECRETARY TO GOVERNMENT 
To 
Dr. R.Manohara Reddy, Director (Technichal) & 
Head of PMU, Nadu-Nedu. 
The School Education Department 
The Health, Medical & Family Welfare Department 
The Transport Roads & Buildings Department 


The Programme Monitoring Unit (PMU), Nadu-Nedu, 
Block-V, A.P.Secretariat 

The State Project Director, Sarva Shiksha Abhiyan, 
A.P., Vijayawada 

The Managing Director, APMSIDC, Mangalagiri. 

Copy to: 

The Members of the PMU team (through Head of PMU) 

The P.S. to Chief Secretary to Government 

The P.S. to Pri.Secy., to Govt.(Poll)(FAC) 
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